To:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

From:  Greenwell,  Deborah 

Sent:  Wed  8/12/2015  4:11:57  PM 

Subject:  RE:  WAR  for  Cindy  Brown  and  John  Rauscher 


Thank  you! 


From:  Brown,  Cynthia 

Sent:  Wednesday,  August  12,  2015  11:01  AM 

To:  Greenwell,  Deborah 

Subject:  WAR  for  Cindy  Brown  and  John  Rauscher 


The  Gold  King  Mine  Spill  moved  into  the  Region  6 State  of  New  Mexico  which  resulted  in 
the  activation  of  the  Incident  Management  Team.  The  IMT  staff  working  in  the  Regional 
Emergency  Operation  Center  (REOC),  includes  staff  tracking  environmental  sampling, 
operations,  and  finance.  Currently  we  have  approximately  22  people  working  in  the  REOC 
managing  the  spill,  and  another  16  people  and  growing  working  in  the  field. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cvnthia@epa.gov 
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